ETag: "c06637f7be918933df2cf4253bae2bdf"
accept: */*
authorization: LOW 0poXukR00ZXMB8hF:REDACTED_BY_IA_S3
content-length: 288750
host: s3.us.archive.org
user-agent: curl/7.16.4 (i486-pc-linux-gnu) libcurl/7.16.4 OpenSSL/0.9.8e zlib/1.2.3.3 libidn/1.0
x-amz-auto-make-bucket: 1
x-archive-meta-filename: 1940_28aug_german_bombing.pdf
x-archive-meta01-collection: thevenonafiles
x-archive-meta01-contributor: National Security Agency
x-archive-meta01-date: 1940-08-28
x-archive-meta01-description: EDGAR PHILLIP YOUNG; MINISTER's and CARPENTER's reports on German bombing; Press report on German bombs; and German shelling of Dover | 28 August 1940 (Release 5)
x-archive-meta01-language: eng
x-archive-meta01-licenseurl: http://creativecommons.org/licenses/publicdomain/
x-archive-meta01-mediatype: texts
x-archive-meta01-rights: Public Domain
x-archive-meta01-source: http://www.nsa.gov/public_info/declass/venona/aug_1940.shtml
x-archive-meta01-title: EDGAR PHILLIP YOUNG; MINISTER's and CARPENTER's reports on German bombing; Press report on German bombs; and German shelling of Dover
x-archive-meta01-year: 1940
x-archive-queue-derive: 0
x-varnish: 684498280
x-upload-date: 2011-05-07T21:07:47.000Z
